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Flower show held in Main Auditorium of 
Convention Hall, Atlantic City, included a 
complete sunken garden. Exhibit area—268,000 
square feet. 
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-Nature's Glories Lavishly Displayed in Atlantic City's vast Municipal Auditorium] 






